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NARA RG104, Entry 1, Box 129 


[Abstract:] Fineness of Bostin & Colo. Co.’s Bars. 713 


The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

July 2, 1883 


Sir; 


The Boston & Colorado Co.’s bars are among the most regular and uniform that we 
receive. But they seldom reach 999 % and often do not run over 999. We have entire invoices 
which assayed 999 4. There was a slight falling off in the last lot, (recd. June 28), in which some 
of the bars which assayed 998 %4 were reported 998 14; but this is exceptional with the Silver of 
the B & C Company. With the weights I have nothing to do. 


Very respectfully, 
Jacob B. Eckfeldt 


Assayer 


Hon. A. Loudon Snowden, Supt. &c. 


